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HEADLINE 

• As replacement for the VMC board, part no 47180501, which is now obsolete a new 
kit has been introduced. 

COMPONENTS CONCERNED 



Previous versions: 

- 47180501 Board 

- 471 8059 IR Refurbished board 

- 47180500 Board 



47180590R Refurbished board 



Replaced by part/s: 

75810300 Kit 
75810300 Kit 
75810300 Kit 
D-0654 Fuse 
35183301 EPROM 
75810300 Kit 
D-0654 Fuse 
35183301 EPROM 



Please refer to T.I. 03/99 and FB55 06/00. 
MODIFICATION 

• A kit, containing VMC board 47180503 plus harnesses and other parts necessary for 
updating machines prior to machine number 100055008457, has been introduced. 

• The kit - part no 75810300 - consist of the following parts: 



Part no 


Designation 


35166955 


Front panel top 


35177201 


Edge protection 


35177202 


Edge protection 


35181900 


Block diagram FB 55 


35184455 


Front panel bottom 


35216300 


Executive harness 


35216400 


Power supply harness 


35216500 


Power supply relay harness 


35216600 


Safety switch harness 


35216700 


Brewer harness 


35216800 


Sensor harness 


35216900 


Boiler harness 


35217000 


Fan harness 


35217100 


Counter harness 


35217300 


Cashflow harness 


47180503 


VMC board 
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REPLACEABILITY 

As mentioned in T.I. FB55 06/00 the VMC board - part no 47180501 - was used 
in machines prior to the above machine number, due to an old connector system. 
Machines from the above mentioned machine number were equipped with a new 
and improved connector vsystem. 

This implies that the old machines must be updated to the new connector system 
using the new kit - part no 75810300. 



